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Main Window 





Use the main CrownAdmin 3 window to view sets, groups, or individual 
printers, and to configure the CrownNet interface settings of individual 
printers or groups of printers. Use the menu options to access additional 


dialog boxes and functions. 


Click on an area in this illustration to find out more information. 


Menus 






CrownAdmin 3 


List Options 


File Edit View Printer Server Options Help 


CrownAdmin Con- 
figuration Buttons 









@ Printers (© Groups C Sets 





QMS_2060_PRINT_SYSTEM_080086 
QMS_2060_PRINT_SYSTEM_0800861 
QMS_2425 MANUF 
QMS_2425 PRINT SYSTEM 0200001 
List Area —————_0MS_2425_PRINT_SYSTEM_0800861 
QMS_2425 PRINT_SYSTEM_080086 
QMS_2425 PRINT SYSTEM_080086 
QMS_2425 PRINT SYSTEM 0800861 
QMS_2425 PRINT SYSTEM 0800861 
QMS_2425 PRINT SYSTEM_0800861 
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Printer Configura- 
tion Buttons 


See also: Edit Set- 
tings Area 
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List Area 


Printers, groups, or sets available over the network are displayed in this 
area of the main CrownAdmin 3 window when CrownAdmin 3 is started 
(depending on whether the Printers, Groups, or Sets option button is 
selected above this area). 


You choose the printer or group you want to configure from this list. 


If the printer isn't displayed in the list, rescan the network for available 
printers by choosing the Rescan Network button or, if you're in a TCP/IP 
environment, add the printer(s) using the Printer/Add command. 





List Options 





Main Printers Option Button 

















Select this radio button to see individual printers displayed in the list area 


SreMnnEr Seth in the main CrownAdmin 3 window. 











CrownNet Admin. 





Groups Option Button 











pda Select this radio button to see group displayed in the list area in the main 








intraductoni CrownAdmin 3 window. 








Sets Option Button 


Main Window 





Select this radio button to see sets displayed in the list area in the main 
CrownAdmin 3 window. 
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Printer Configuration Buttons 





Main The configuration buttons on the right side of the main CrownAdmin 3 win- 
dow can be used to choose network interface configurations and printer 
configurations. This table gives you a brief overview of each button. For 
more information on printer configurations see your printer documentation. 

















CrownNet Setup 








CrownNet Admin. 








» Note: The appearance and function of some of these buttons depend on the options 
































CrownAdmin 3 installed on your printer. 
ee ee Button Description Button Description 
Use this button to update your Use this button to start a 
Main Window list of printers in the main win- Remote Console session with 
dow. the selected printer. 
How to... 














Dialog Boxes Use this button to reset the 


CrownNet interface or to put 


Use this button to open a sta- 
tus window for the selected 



































ic ia ed nti printer. interface configuration changes 
into effect 
Buttons 
Use this button to access Use this button to access mem- 
printer system identification ory configuration values. 
QMS 2060 information for the selected 
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Description 

Use this button to access oper- 
ator control configurations for 
the selected printer. 


Button 


Description 

Use this button to access the 
built-in printer web page set- 
tings. 





Use this button to access time- 
out configurations for the 
selected printer 


Use this button to access con- 
figurations for special pages on 
the selected printer. 





Use this button to access con- 
figurations for the serial (RS- 
232) interface on the selected 
printer. 


Use this button to access con- 
figurations for the parallel inter- 
face on the selected printer. 














Use this button to access con- 
figurations for printer engine on 
the selected printer. 











Use this button to access con- 
figurations for accounting on 
the selected printer. 
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Description 


Use this button to access con- 
figurations for an optional 
CrownCopy scanner on the 
selected printer. 


Button 


Description 


Use this button to access Post- 
Script configurations on the 
selected printer. 

















CrownAdmin 3 








Introduction 





Use this button to access con- 
figurations for the HP-GL emu- 
lation on the selected printer. 


Use this button to access con- 
figurations for the HP-PCL 
emulation on the selected 
printer. 
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How 
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Dialog 


Boxes 


Use this button to access con- 
figurations for the LNO3 emula- 
tion on the selected printer. 


Use this button to access con- 
figurations for the QUIC emula- 
tion on the selected printer. 











Popup Windows 














Buttons 














Use this button to access con- 
figurations for the line printer 
emulation on the selected 
printer. 











Use this button to access con- 
figurations for the TIFF emula- 
tion on the selected printer. 











QMS 2060 

















Support Info. 

















7 of 23 








Main 

















CrownNet Setup 





Description 

Use this button to access con- 
figurations for the CALS emula- 
tion on the selected printer. 


Button 


Description 

Use this button to access con- 
figurations for the CGM emula- 
tion on the selected printer. 











CrownNet Admin. 














CrownAdmin 3 








Introduction 





Use this button to access con- 
figuration options on Crown- 
Net versions 1.x. 


Use this button to access con- 
figuration options on CrownNet 
versions 3.x and above. 
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Boxes 


Use this button to access con- 
figurations for the EtherTalk 
interface on the selected 
printer. 


Use this button to access con- 
figurations for the TCP/IP inter- 
face on the selected printer. 
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Use this button to access con- 
figurations for NetBeui/Net- 
Bios on the selected printer. 











Use this button to access con- 
figurations for SNMP on the 
selected printer. 
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Button 


Description 
Use this button when TCP/IP 


protocol is available to access 
printer and interface informa- 


Button 


Description 
Use this button to access infor- 


mation about the jobs the 
selected printer is processing. 
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Setup 











CrownNet Admin. 
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Use this button to access 
administration configurations 
for the selected printer. 





pea tion. 
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» Note: When accessing the input and output trays on the selected printer you must add 
a 1 to each tray number to select the correct tray. Normally, the trays on QMS printers 
are numbered consecutively (1,2,3). From CrownAdmin 3 you must access these trays 
as 2, 3, 4. See your printer documentation for more information on input and output tray 


numbers. 
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System Button 


The System button in the main CrownAdmin 3 window displays the follow- 
ing when chosen: 


@l/F List 
m@Printer Name 
@Printer Status 


Note: This button functions only if the TCP/IP protocol is available. 


Click here to see step-by-step instructions on changing CrownNet inter- 
face configurations of individual printers. 


Click here to see step-by-step instructions on changing CrownNet inter- 
face configurations of groups of printers. 
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Jobs Button 


The Jobs button in the main CrownAdmin 3 window displays the following 
options when chosen: 


BJobs 
mPage 
Sheet 
Status 


Note: This button functions only if the TCP/IP protocol is available. 


Click here to see step-by-step instructions on changing CrownNet inter- 
face configurations of individual printers. 


Click here to see step-by-step instructions on changing CrownNet inter- 
face configurations of groups of printers. 
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Admin Button 


The Admin button in the main CrownAdmin 3 window displays the follow- 
ing options when chosen: 


™Configuration Status 
mOld IP Address 
BUnit Status 


Note: This button functions only if the TCP/IP protocol is available. 


Click here to see step-by-step instructions on changing CrownNet inter- 
face configurations of individual printers. 


Click here to see step-by-step instructions on changing CrownNet inter- 
face configurations of groups of printers. 


Note: The CrownNet interface configuration options apply to group and individual 
printers only, not sets. For information on the specific interface protocol buttons, see 
the CrownNet documentation. 
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SNMP Button 


The SNMP button in the main CrownAdmin 3 window displays NMS Con- 
figuration options when chosen. 


Click here to see step-by-step instructions on changing CrownNet inter- 
face configurations of individual printers. 


Click here to see step-by-step instructions on changing CrownNet inter- 
face configurations of groups of printers. 


Note: This button functions only if the TCP/IP protocol is available. 
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CrownAdmin Configuration Buttons 


Rescan Network Button 


Use this button to refresh CrownAdmin for the latest network settings. 


Remote Console Button 


This button opens the Remote Console Window for the selected printer. 


Printer Status Button 


Choose the Display Status command from the Printer menu (or choose the 
Printer Status button) in the main CrownAdmin 3 window to display status 
information for the selected printer, group, or set of printers. 


The following status information is displayed: 
@ Whether the printer is on line or off line. 
@ Whether any errors are occurring at the printer (such as a paper jam). 
@ Whether any jobs are currently at the printer. 


@ What status message appears in the printer's message window 
(messages are displayed as they appear in the printer's message 
window; see your printer documentation for a detailed explanation). 
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Status is updated at 5-second intervals by default, but this interval can be 
changed in the Printer Status dialog box. 


CrownNet Soft Reset Button 


The CrownNet Soft Reset button in the main CrownAdmin 3 window 
allows you to reset the QMS CrownNet interface (not the entire printer). It 
is used to put certain CrownNet interface configuration changes into effect. 


The reset takes effect as soon as the CrownNet interface is idle and the 
printer is on line. 
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File Menu 


This menu in the main CrownAdmin 3 window contains the following com- 
mands: 


MList - List File Dialog Box 
@Print - Print File Dialog Box 


mPassword... - Local Authentication Dialog Box 
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Edit Menu 
Main This menu in the main CrownAdmin 3 window contains the following com- 
mands: 
CrownNet Setup Groups... - Edit Groups Dialog Box 
CrownNet Admin. Sets... - Edit Sets Dialog Box 
CrownAdmin 3 @ Templates... - Edit Templates Dialog Box 








Edit Zones... - Edit Zones Dialog Box 
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View Menu 


This menu in the main CrownAdmin 3 window contains the following com- 
mands: 


@Printers 
mGroups 
Sets 
™Configuration 


mStatus 
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Printer Menu 





















































Main This menu in the main CrownAdmin 3 window contains the following com- 
mands: 
CrownNet Setup @Add - Add Printer Dialog Box 
CrownNet Admin. mRemove - Remove Printer Dialog Box 
CrownAdmin 3 MFilter - Filter Dialog Box 
Introduction @Rescan List 
Win Window Display Configuration 








Display Product Info 


How to... 








Display Status 


Dialog Boxes 








@Restore Settings 























Popup Windows 
Retrieve Settings 
Buttons 
mRemote Console 
BPS Utilities - PS Utilities Dialog Box 
QMS 2060 
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Server Menu 


This menu in the main CrownAdmin 3 window contains the following com- 
mands: 


>>Note: For more information on PCONSOLE functions, see your Novell 
NetWare documentation. This menu is not available for CrownAdmin 3 on 
Windows NT. 


™Configure Remote Printers - Configure Remote Printer Dialog Box 
Configure Print Servers - Configure Print Server Dialog Box 
Logins - Login/Logout Dialog Box 

@Job/Queue Status - Job/Queue Status Dialog Box 
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Options Menu 
This menu in the main CrownAdmin 3 window contains the following com- 
mand: 
m@Preferences - Preferences Dialog Box 
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Help Menu 
This menu in the main CrownAdmin 3 window contains the following com- 
mands: 


=Contents 
About CrownAdmin 3 
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Edit Settings Area 





Main This area appears on the right side of the main CrownAdmin 3 window 











when one of the Printer Configuration buttons is selected:> 








CrownNet Setup 














, CrownAdmin II _-[o} x! 
CrownNet Admin. File Edit View Printer Server Options Hel 














© Printers © Groups © Sets Edit Settings 

















CrownAdmin 3 





A_FP_QMS CX 








A_FP_SERVICE_CX 
Introduction BB3_BETA_TEST_0800861070C7 
BB3_BETA_TEST_0800861070CD 
















Edit Settings Area 




















. 2 BGYELLOW 
Main Window State Default Outputbin 
Default Paper Type 
BUDDY Default Resolution 
How to... BULLPEN Duplex Mode 
CE1200 Energy Star Mode 


Dialog Boxes CHICAGO_DEMO_2425 


CHICAGO DEMO CX 
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» Note: Changes made to text variables in the Edit Settings area must be typed in ALL 
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Printer Name 

This field in the Edit Settings Area displays the name of the currently 
selected printer. 

Printer Status 


This field in the Edit Settings Area displays the status of the currently 
selected printer. 


Status messages displayed depend on the type of printer being monitored. 
See your printer documentation for a list of status messages and their 
meaning. 


